To:  Brown,  CynthiafBrown. Cynthia@epa.gov] 

From:  Chambers,  Carlene 

Sent:  Mon  8/1 7/2015  1 :26:40  PM 

Subject:  RE:  Gold  King  Mine  Spill 


Great,  thanks 


Carlene  Chambers,  Chief 

Superfund  Contracts  and  Budget  Section 

Region  6,  Dallas,  TX 

214/665-3181 


From:  Brown,  Cynthia 

Sent:  Sunday,  August  16,  2015  5:56  PM 

To:  Chambers,  Carlene 

Subject:  FW:  Gold  King  Mine  Spill 


Plus  Susan  sent  an  text  to  David  and  Ronnie.  Ronnie  replied  that  David  talked  to  his  PO. 


Cynthia  K.  Brown 

Removal  Enforcement  Coordinator 

214-665-7480 

Brown.cvnthia@epa.gov 


From:  Brown,  Cynthia 

Sent:  Sunday,  August  16,  2015  5:13  PM 

To:  Charters,  David 

Subject:  Gold  King  Mine  Spill 
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Hi  David,  did  you  touch  base  with  your  contracting  officer  to  finanlize  the  process  to  allow  you 
to  spend  the  $10,000  for  your  contractor?  We  have  worked  this  issue  in  Region  6 as  far  as  we 
can  take  it,  to  my  understanding.  Did  you  get  a verbal  approval?  I just  don’t  want  you  to  end  up 
with  a ratification. 


214-665-9705  REOC 


Cynthia  Brown 

Brown.cvnthia@epa.gov 

214-665-7480 
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